To: Mahmud, Shahid[Mahmud. Shahid@epa.gov] 

From: shoffman50@verizon.net 

Sent: Fri 8/7/2015 8: 1 8:09 PM 

Subject: Gold King Mine 

Looks like Region 8 may have been responsible for dumping millions of gallons of ARD water out of the Gold King 
Mine on the Animas. Can I or TT help? 
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